St.  Paul's  Church,  Fairmount  at  Coventry 
Clev6land  Heights,  Ohio 
This  Protestant  Episcopal  parish,  the  third  oldest  in  Cleve- 
land, was  organized  in  1846.  There  were  two  downtown 
locations  before  moving  to  its  present  site  in  1928.  The 
main  church  was  completed  in  1951.  One  of  the  rectors  in 
the  1870's  was  Fredrick  Brooks,  brother  of  the  famous 
Bishop  Phillip  Brooks. 
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